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JOHN G. SHEDD MEMORIAL AQUARIUM, ~ 
CHICAGO £ 
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Located at the lake front, in Grant Park ►: 
east of Field Museum of Natural History. It 5 
is the largest and most modern Aquarium « 
in America. It is built of Georgia Marble. a 
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